LANCASTER PRODUCTS
Absorbers
Accumulators
Acid Eggs
Acid Tanks, Nitric, Sulphuric, etc.
Agitators, Oil, Chemical, etc.
Air Ducts
Air Locks, Shafting, etc.
Air Tanks
Alcohol Tanks
Alloy Metal Tanks and Plate Work
Aluminum Tanks
Ammonia Tanks
Annealing Boxes
Asphalt Tanks and Stills
Autoclaves
BallJoints, for Dredge Pipe
Barge Tanks
Barges, Hulls, etc.
Barometric Condensers
Beer Tanks, Storage, Fermenting, etc.
Benzol Washers
Bins, for Dry or Liquid Storage
Blast Furnace Shells and Piping
Bleaching Tanks
Blowoff Tanks
Breechings
Brew Kettles
Brick Machinery
Brine Tanks
Bubble Towers
Bulk Plant Tanks
Bunkers
Butane Tanks
Caissons Car Tanks Castings, Iron Catamarans Caustic Tanks Cement Bins and Kilns Charging Boxes Chemical Tanks and Plate
Work Chutes Clarifiers Coal Bunkers Co- Gas Storage Tanks Compartment Tanks Compressed Air Tanks Concentrators Condensers Containers,    for    Dry    or
Liquid Storage Cookers
Cooling Tanks and Towers Copper Bearing Steel
Stacks and Tanks Copper Clad Steel Tanks Corrosion Resistant Plate
Work
Creosoting Retorts Crude Oil Stills Crystallizers Cupolas Cylinder and Tank Shells
Dairy Tanks
Deriitrators
Dephlegrnators
Devulcanizers
Diffusers
Digesters
Dipping Tanks
Distillery   Tanks,    Dryers,
etc.
Downcomers Dredge Hulls Dredge Pipe
Dryer Shells
Dust Collectors and Flues
Elevated Tanks Elevator Tanks Evaporators Everdur Tanks Expansion Tanks Extractors
Feed Water Tanks
Fermenting Tanks
Field Storage Tanks
Filling Station Tanks
Filter Tanks
Freezing Tanks
Flues
Flumes
Forms
Fuel Oil Tanks
Fusion Pots
Galvanized Tanks
Galvanizing Tanks
Gas Mains
Gas Tanks
Gasoline Tanks
Gasometers
Gate Valves for Dredge Pipe
Glass-lined Tanks
Grain Tanks
Graphite Tanks
Gravity Tanks
Grease Tanks
Hearth Jackets Heater Tanks Hop Jacks Hoppers
Horizontal Tanks Hot Water Tanks House Tanks Hydraulic Mains Hydro-Pneumatic Tanks
Ice Tanks and Pans
Jacketed Tanks and
Kettles
Kettles, Brewing, Chemical, Varnish, etc. Kettles, Jacketed Kiers Kilns Knocked Down Tanks
Land Pipe Lard Tanks Lead-lined Tanks Liquefied   Petroleum   Gas
Tanks
Lime Tanks and Bins Linseed Oil Tanks
Mixing Tanks Molasses Tanks Monel Metal Tanks
Naphtha Storage Tanks Nickel Clad Steel Tanks Nickel   Tanks   and   Plate Work
Nitrators
Oil Refinery Equipment Oil Storage Tanks Ore Bins
Packing House Tanks Paint Storage and Mixing
Tanks
Paper Mill Tanks Paraffine Tanks Penstocks Pickling Tanks
Pipe, Dredge Pipe Elbows Pipe, Pressure Pipe, Steel Mill, etc. Pipe, Welded or Riveted Pontoon Cylinders Pontoon Pipe Pressure Tanks Process Tanks Propane Tanks Purifier Boxes
Quenching Tanks
Railroad Tanks
Receiving Tanks
Rectangular Tanks
Reducers
Refinery Construction
Rendering Tanks
Retorts
Riveted Tanks,  Pipe  and
Plate Work Rotary Dryers Rubber-lined Tanks
Saturators
Scale Boxes
Scroll Casings
Scrubbers
Sedimentation Tanks
Separator Tanks
Settling Tanks
Shore Pipe
Sludge Tanks
Soap Tanks
Sprinkler Tanks
Stacks,     Guyed    or    Self
Supporting Stainless Clad Tanks Stainless Steel Tanks and
Plate Work Standpipes Starch Tanks Starting Air Tanks Station Tanks Steel Plate Construction Stills, Asphalt, Kerosene,
Tar, etc. Storage Tanks, Shop-built
or Field-erected Sugar Tanks Sulphonators Sump Tanks Surge Tanks Syrup Tanks
Tannery Tanks Tar Storage Tanks Towers, Bubble, Fractionating, etc. Towers, Tank Troughs Tunnel Shields Turpentine Tanks
Underground Tanks
Vacuum Tanks
Varnish Tanks and Kettles
Vats
Vertical Tanks
Vessels   of  Steel  or  Alloy
Plate Construction Vulcanizers
Water Boxes Water Softeners Water Storage Tanks Welded   Tanks,   Pipe   and
Plate Work Well Casing-Wine Tanks Wrought Iron Stacks,
Tanks, Pipe, etc.